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April 20, 1993 

Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21702 

Dear Harold, . 

I remembered that I had a message from Harry which was recorded on 
my answering machine in September 1992. Thought you might like to 
have your people actually hear the tone of Harry's various phone 
calls. I now wish that I had recorded his other calls. 

I'm sorry that I cannot give you anything further on the notes I 
sent. At the time I received the March 20, 1993 call, I had made 
up my mind not to listen to any more of his rantings . I hung up on 
him as indicated and immediately made a note of his comment. 

Will send along anything else that develops in this regard. 

Sincerely yours, 



J./^Gar// Straw 


